Call For Service Detail Report - CFS 270 


Address 3955 156TH ST NE 104 , M arysville _ 

SMOKEY POINT BEHAVIORAL HOSPITAL 

MARYSVILLE | Census Tract 528.03 

MAR5 ! Quadrant 

| - 

yiMWfcJP j Caller Phone 

I 

Create Date 112/11/2018 9:28:57 AM j Clear Date 112/11/2018 11:01:51 Al| Nature Of Call , 

Agencies 

Call Type Status Priority Dispatcher Created Date 

MED 2 2F SN0440 12/11/2018 9:28:57 AM 

Call Narrative 

04 12 / 11/2018 *•* 

Time Description 

9:33:27 AM FROM STA 62 

9:32:34 AM LR440 

9:32:18 AM Call had been completed in ProQA Paramount. 

9:31:39 AM Dispatch Code: 31D03 Det. Text: Not alert 
Response MED 

ANSWERS: 

— Happened now (< 6 hrs). 

— Faint (or near faint) caused fall. 

9:30:57 AM CC Text: Falls 

9:30:19 AM 21-year-old, Male, Conscious, Breathing. 

CC Text: Convulsions / Seizures 
Caller Statement: PT FELL, HIT HEAD, POSS SEIZURE 
9:29:30 AM PT IN DOORWAY WHO FELL FORWARD HIT HEAD 

EMD Narrative 

Time Description User 

Call Persons 

Name Date of Birth Contact Phone Machine 

Call Vehicles 

Vehicle Type Make Model Role Year License State License Number 


Mylett,Anthony SN11 

Mylett.Anthony SN11 

Mylett,Anthony SN11 


User Machine 

Archambeault,Heath SN17 
er 

Mylett.Anthony SN11 

Mylett.Anthony SN11 

Mylett.Anthony SN11 


MF2515 


District 



Call Taker 


SN0440 


Common Name 
Custom Layer 
Beat 

Caller Name 


Call Dispositions 








